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Le ge nd to Am j e x : 

1 Mechanical workshops 

2 Administration 

3 Y^orkshop Mo 1, foundry 

4 Mechanical workshops 

5 Offices 

6 Workshop No 36* foundry 

7 Workshop 

test 

8 Korpus 8 > /stands 

9 Assembly hall 

10 New workshop, eouipped with dismantled German machinery 
in 1946A7 

11 Six test stands for .let engines 

12 Materials dump 

13 Trans forme - station 

14 Five test stands for radial engines 

15 One large test stand for jet engines 

16 and 17 Workshop s- 

18 Carpentry 

19 Workshop 13, foundry under construction. A furnace was 
installed in early 1947 

20 FW Camp 

21 Freight station 
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